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binding properties 136 

Baclofen 
Enantioselective HPLC determination of 
baclofen after derivatization with a 


chiral adduct of o-phthaldialdehyde 
419 

Bacteria 
GC detection of bacteria causing enteric 
fever 377 

Bile acids 
Separation and quantitation of fatty 
acids, sterols and bile acids in feces by 
GC as the butyl ester—acetate deriva- 
tives 13 

Bile acid sulphates 
Studies on steroids. CCXXVII. Separa- 
tion of bile acid 7- and 12-sulphates in 
urine by HPLC with fluorescence 
labelling 45 

2,3-Butanediol 
GC method for the estimation of 
acetone and its metabolites in biolog- 
icalsamples 372 

Cadaverine 
Determination of polyamines in human 
erythrocytes by capillary GC with 
nitrogen—phosphorus detection 27 

Calcidiol 
Rapid automated HPLC assay for 
ercalcidiol and calcidiol (25-hydroxy- 
vitamins D, and D,) using trans-calcidiol 
as an ultraviolet-absorbing internal stan- 
dard 305 

Carbidopa 
Simultaneous determination of levo- 
dopa, its metabolites and carbidopa 
in clinical samples 393 

3-Carboxy-4-methy]-5-propyl-2-furanpro- 
panoic acid 
Determination of 3-carboxy-4-methy]l- 
5-propyl-2-furanpropanoic acid, a major 
endogenous substance in uremic serum, 
by HPLC with UV detection 110 

Catecholamines 
Determination of catecholamines in bio- 
logical tissues by LC with coulometric 
detection 388 

Chlormethiazole 
Improved HPLC procedure for the de- 
termination of chlormethiazole levels 
following solid-phase extraction from 
plasma 357 

Chondroitin sulphates 
LC assay for constituent disaccharides 
of hyaluronic acid and chondroitin 
sulphate isomers 231 

Chromium complexes 
Anion-exchange HPLC of water-soluble 
chromium(VI) and chromium(III) com- 
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plexes in biological materials 317 
Climazolam 
Determination of climazolam in the 
plasma of farm animals by GC 170 
Corticosteroids 
Determination of methylprednisolone in 
rat tissue by HPLC 35 
Corticosteroids 
Three-hour assay for urinary free 
cortisol: historical comparison of three 
methods each using a different chro- 
matographic procedure 118 
Cortisol 
Three-hour assay for urinary free 
cortisol: historical comparison of three 
methods each using a different chro- 
matographic procedure 118 
Cyclodextrins 
Determination of cyclodextrins in bio- 
logical fluids by HPLC with negative 
colorimetric detection using post-col- 
umn complexation with phenolphthalein 
325 
Danazol 
Analysis of danazol in serum using 
HPLC 438 
Dehydroepiandrosterone sulphate 
Determination of 17-oxosteroid gluc- 
uronides and sulphates in urine by LC 
using 2,4-dinitrophenylhydrazine as a 
prelabelling reagent for spectrophoto- 
metric detection 253 
Dermatan sulphates 
LC assay for constituent disaccharides 
of hyaluronic acid and chondroitin 
sulphate isomers 231 
Desacetyldiltiazem 
HPLC determination of diltiazem and 
its major metabolites, N-emonodemethyl- 
diltiazem and desacetyldiltiazem, in 
plasma 203 
Desethylamiodarone 
Rapid HPLC method for the deter- 
mination of amiodarone and desethyl- 
amiodarone in human plasma and 
serum 197 
N-Desmethylstobadine 
GC determination of stobadine, N-des- 
methylstobadine and stobadine N-oxide 
in rat liver microsomal incubations 
163 
1,3-Diaminopropane 
Determination of polyamines in- human 
erythrocytes by capillary GC with 
nitrogen—phosphorus detection 27 
Dibucaine 
Determination of dibucaine in bio- 


logical samples by GC with a nitrogen— 
phosphorus detector 407 
6,7-Dichloro-2-methylquinoxaline 
Simple and sensitive determination of 
methylglyoxal in biological samples 
by GC with electron-capture detection 
221 
trans-10,11-Dihydroxy-10,11-dihydrocar- 
bamazepine 
Quantitation of trans-10,11-dihydroxy- 
10,11-dihydrocarbamazepine in human 
urine by HPLC 208 
Diltiazem 
HPLC determination of diltiazem and 
its major metabolites, N-monodemethy]l- 
diltiazem and desacetyldiltiazem, in 
plasma 203 
Disaccharides 
LC assay for constituent disaccharides 
of hyaluronic acid and chondroitin 
sulphate isomers 231 
Diuretics 
LC screening of diuretics in urine 347 
L-DOPA 
Assay for tyrosine hydroxylase by: 
HPLC with fluorescence detection 
289 
I-DOPA 
Simultaneous determination of levo- 
dopa, its metabolites and carbidopa 
in clinical samples 393 
Dopamine 
Determination of catecholamines in bio- 
logical tissues by LC with coulometric 
detection 388 
Dosulepin 
Determination of dosulepin and its 
‘ metabolite: application of HPLC with 
electrochemical detection 365 


Enzymes 


Assay for tyrosine hydroxylase by 
HPLC with fluorescence detection 
289 

Enzymes 
GC—MS determination of tryptophan 
transaminase-catalyzed deuterium ex- 
change 104 

Epinephrine 
Determination of catecholamines in bio- 
logical tissues by LC with coulometric 
detection 388 

Ercalcidiol 
Rapid automated HPLC assay for er- 
calcidiol and calcidiol (25-hydroxy- 
vitamins D, and D,) using trans-calcidiol 
as an ultraviolet-absorbing internal stan- 
dard 305 


Ethambutol 
Determination of ethambutol in plasma 
by LC and UV spectrophotometric 
detection 85 

Etiocholanolone glucuronide 
Determination of 17-oxosteroid gluc- 
uronides and sulphates in urine by LC 
using 2,4-dinitrophenylhydrazine as a 
prelabelling reagent for spectrophoto- 
metric detection 253 

Etiocholanolone sulphate 
Determination of 17-oxosteroid gluc- 
uronides and sulphates in urine by LC 
using 2,4-dinitrophenylhydrazine as a 
prelabelling reagent for spectrophoto- 
metric detection 253 

Etretin 
Simultaneous determination of the 
aromatic retinoids etretin and etreti- 
nate and their main metabolites by 
reversed-phase LC 413 

Etretinate 
Simultaneous determination of the 
aromatic retinoids etretin and etreti- 
nate and their main metabolites by 
reversed-phase LC 413 

Fatty acids 
Separation and quantitation of fatty 
acids, sterols and bile acids in feces by 
GC as the butyl ester—acetate derivatives 


13 
Fatty acids 


Simultaneous quantification of total 
medium- and long-chain fatty acids in 
human milk by capillary GC with split 
injection 1 

Flunoxaprofen 
Determination of flunoxaprofen enantio- 
mers in biological fluids by HPLC 
214 

Haemoglobin 
ATP—hemoglobin: anomalous oxygen 
binging properties 136 

Hexamethylene bisacetamide 
GC analysis of metabolites of the cell 
differentiating agent hexamethylene bis- 
acetamide 148 

Hyaluronic acid 
LC assay for constituent disaccharides 
of hyaluronic acid and chondroitin 
sulphate isomers 231 

Hydroxyacetone 
GC method for the estimation of 
acetone and its metabolites in biolog- 
icalsamples 372 

trans-3' -Hydroxycotinine 
GC determination of trans-3'-hydroxy- 
cotinine, a major metabolite of nico- 


tine insmokers 400 

7-Hydroxymethothrexate 
Separation and identification of metho- 
trexate and its metabolites, 7-hydroxy- 
methotrexate and polyglutamates, in 
human tissues by reversed-phase HPLC 
coupled with radioimmunoassay 445 

25-Hydroxyvitamins D 
Rapid automated HPLC assay for er- 
calcidiol and calcidiol (25-hydroxy- 
vitamins D, and D,) using trans-calcidiol 
as an ultraviolet-absorbing internal stan- 
dard 305 

Ibuprofen 
Determination of the enantiomeric com- 
position of ibuprofen in human plasma 
by HPLC 75 

Isoniazid 
Determination of the isoniazid metab- 
olite monoacetylhydrazine in urine by 
HPLC 188 

Isonicotinylhydrazine 
Determination of the isoniazid metab- 
olite monoacetylhydrazine in urine by 
HPLC 188 

Ketones 
GC method for the estimation of 
acetone and its metabolites in bio- 
logical samples 372 

2-Ketopropanol 
GC method for the estimation of 
acetone and its metabolites in bio- 
logical samples 372 

Levodopa 
Simultaneous determination of levo- 
dopa, its metabolites and carbidopa 
in clinical samples 393 

Lipids 
Method for the sensitive analysis of in- 
dividual molecular species of phos- 
phatidylcholine by HPLC using post- 
column fluorescence detection 241 

Long-chain fatty acids 
Simultaneous quantification of total 
medium- and long-chain fatty acids in 
human milk by capillary GC with split 
injection 1 

Medium-chain fatty acids 
Simultaneous quantification of total 
medium- and long-chain fatty acids in 
human milk by capillary GC with split 
injection 1 

Methotrexate 
Separation and identification of metho- 
trexate and its metabolites, 7-hydroxv- 
methotrexate and polyglutamates, in 
human tissues by reversed-phase HPLC 
coupled with radioimmunoassay 445 
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Methylglyoxal 
GC method for the estimation of 
acetone and its metabolites in biolog- 
icalsamples 372 

Methylglyoxal 
Simple and sensitive determination of 
methylglyoxal in biological samples by 
GC with electron-capture detection 
221 

Methylprednisolone 
Determination of methylprednisolone in 
rat tissue by HPLC 35 

Mexiletine 
Stereoselective analysis of the enantio- 
mers of mexiletine by HPLC using 
fluorescence detection and study of 
their stereoselective disposition in man 
335 

Monoacetylhydrazine 
Determination of the isoniazid metab- 
olite monoacetylhydrazine in urine by 
HPLC 188 

Monoamines 
Simultaneous LC determination of 
seventeen of the major monoamine 
neurotransmitters, precursors and me- 
tabolites. I. Optimization of the mobile 
phase using factorial designs and a com- 
puter program to predict chromato- 
grams 261 

Monoamines 
Simultaneous LC determination of 
seventeen of the major monoamine 
neurotransmitters, precursors and me- 
tabolites. II. Assessment of human 
brain and cerebrospinal fluid concen- 
trations 275 

N-Monodemethyldiltiazem 
HPLC determination of diltiazem and 
its major metabolites, N-monodemethy]l- 
diltiazem and desacetyldiltiazem, in 
plasma 203 

Nicardipine 
Capillary column GC method using 
electron-capture detection for the si- 
multaneous determination of nicar- 
dipine and its pyridine metabolite II 
in plasma 65 

Nicotine 
GC determination of trans-3'-hydroxy- 
cotinine, a major metabolite of nico- 
tine insmokers 400 

Nilvadipine 
Determination of nilvadipine in plas- 
ma and urine by capillary column GC 
with electron-capture detection 156 

Norepinephrine 


Determination of catecholamines in bio- 
logical tissues by LC with coulometric 
detection 388 
Northiaden 
Determination of dosulepin and _ its 
metabolite: application of HPLC with 
electrochemical detection 365 
Nucleosides 
Comparison of ion-exchange and ion- 
pair HPLC methods for the separation 
of tumour cell nucleotides 53 
Nucleotides 
Comparison of ion-exchange and ion- 
pair HPLC methods for the separation 
of tumour cell nucleotides 53 
Nucleotides 
Sensitive on-line radioactivity measure- 
ments with a heterogeneous flow-cell: 
application to lymphoid cell ribo- 
nucleotides separated by HPLC 383 
17-Oxosteroid glucuronides 
Determination of 17-oxosteroid gluc- 
uronides and sulphates in urine by LC 
using 2,4-dinitrophenylhydrazine as a 
prelabelling reagent for spectrophoto- 
metric detection 253 
17-Oxosteroids 
Determination of 17-oxosteroid gluc- 
uronides and sulphates in urine by LC 
using 2,4-dinitrophenylhydrazine as a 
prelabelling reagent for spectrophoto- 
metric detection 253 
17-Oxosteroid sulphates 
Determination of 17-oxosteroid gluc- 
uronides and sulphates in urine by LC 
using 2,4-dinitrophenylhydrazine as a 
prelabelling reagent for spectrophoto- 
metric detection 253 
6-Phenylethylamine 
New HPLC procedure for the detection 
and quantification of 6-phenylethyl- 
amine 124 
Phosphatidylcholines 
Method for the sensitive analysis of in- 
dividual molecular species of phos- 
phatidylcholine by HPLC using post- 
column fluorescence detection 241 
Phospholipids 
Method for the sensitive analysis of in- 
dividual molecular species of phos- 
phatidylcholine by HPLC using post- 
column fluorescence detection 241 
Physostigmine 
Determination of physostigmine in 
plasma by HPLC 423 
Pindolol 
HPLC method for the determination 


of pindolol in human plasma 95 
Polyamines 
Determination of polyamines in human 
erythrocytes by capillary GC with 
nitrogen—phosphorus detection 27 
Polyglutamates 
Separation and identification of metho- 
trexate and its metabolites, 7-hydroxy- 
methotrexate and polyglutamates, in 
human tissues by reversed-phase HPLC 
coupled with radioimmunoassay 445 
Porphyrins 
Determination of porphyrins in tissue: 
pre-adsorption followed by HPLC 
129 
Prajmalium 
Column LC determination of prajma- 
lium in plasma and urine by direct sam- 
ple injection 183 
Procainamide 
Simultaneous determination of pro- 
cainamide and N-acetylprocainamide in 
serum by GC with nitrogen-selective 
detection 143 
1,2-Propanediol 
GC method for the estimation of 
acetone and its metabolites in biological 
samples 372 
Proteins 
Cyclic biospecific affinity chromato- 
graphic method for the purification 
of the sex steroid binding protein 
(SBP): application to the purification of 
SBP from toad 297 
Putrescine 
Determination of polyamines in human 
erythrocytes by capillary GC with 
nitrogen—‘phosphorus detection 27 
Quinidine 
HPLC analysis of quinine and its dia- 
stereoisomer quinidine 177 
Quinine 
HPLC analysis of quinine and its dia- 
stereoisomer quinidine 177 
Retinoids 
Simultaneous determination of the 
aromatic retinoids etretin and etreti- 
nate and their main metabolites by 
reversed-phase LC 413 
Ribonucleotides 
Sensitive on-line radioactivity measure- 
ments with a heterogeneous flow-cell: 
application to lymphoid cell ribo- 
nucleotides separated by HPLC 383 
Saccharides 
LC assay for constituent disaccharides 
of hyaluronic acid and chondroitin 


sulphate isomers 231 

Salmonella 
GC detection of bacteria causing en- 
teric fever 377 

Spermidine 
Determination of polyamines in human 
erythrocytes by capillary GC with 
nitrogen—phosphorus detection 27 

Spermine 
Determination of polyamines in human 
erythrocytes by capillary GC with 
nitrogen—phosphorus detection 27 

Steroid binding protein 
Cyclic biospecific affinity chromato- 
graphic method for the purification 
of the sex steroid binding protein 
(SBP): application to the purification 
of SBP fromtoad 297 

Steroids 
Cyclic biospecific affinity chromato- 
graphic method for the purification of 
the sex steroid binding protein (SBP): 
application to the purification of SBP 
from toad 297 

Steroids 
Determination of methylprednisolone in 
rat tissue by HPLC 35 

Steroids 
Studies on steroids. CCXXVII. Separa- 
tion and determination of bile acid 
7- and 12-sulphates in urine by HPLC 
with fluorescence labelling 45 

Steroids 
Three-hour assay for urinary free 
cortisol: historical comparison of three 
methods each using a different chro- 
matographic procedure 118 

Sterols 
Separation and quantitation of fatty 
acids, sterols and bile acids in feces 
by GC as the butyl ester—acetate 
derivatives 13 

Stobadine 
GC determination of stobadine, N-des- 
methylstobadine and stobadine N-oxide 
in rat liver microsomal incubations 
163 

Stobadine N-oxide 
GC determination of stobadine, N-des- 
methylstobadine and stobadine N-oxide 
in rat liver microsomal incubations 
163 

Tryptophan transaminase 
GC—MS determination of tryptophan 
transaminase-catalyzed deuterium ex- 
change 104 
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L-Tyrosine 
Assay for tyrosine hydroxylase by 
HPLC with fluorescence detection 
289 

Tyrosine hydroxylase 
Assay for tyrosine hydroxylase by 
HPLC with fluorescence detection 
289 

Vitamins D 


Erratum 


Rapid automated HPLC assay for er- 
calcidiol and calcidiol (25-hydroxy- 
vitamins D, and D,) using trans-calcidiol 
as an ultraviolet-absorbing internal stan- 
dard 305 
Warfarin 

Sensitive measurements of warfarin by 
HPLC with electrochemical detection 
432 


J. Chromatogr., 413 (1987) 342-346 
p. 343, section Apparatus and technique, line 7, “410/365 nm” should read 
“410/265 nm”. 


